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SERVICE SPECIFICATIONS — HORN 


HORN 


TORQUE SPECIFICATIONS 
HORN 
Part Tightened N*m kgf*cm ft.*Ibf 
Low pitched horn x Body 19.5 199 14 
High pitched horn x Body 19.5 199 14 


